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Message Text 

UNCLASSIFIED 

PAGE 01 SANTO 00658 102042Z 
ACTION ARA-10 

INFO OCT-01 ISO-OO AID-05 L-03 PM-04 CIAE-00 INR-07 
NSAE-00 OES-06 FEA-01 TRSE-00 IGA-02 OMB-01 SSO-OO 
INRE-00 ARAE-00 /040 W 

102059Z 129347/72-62 

O R 102023Z FEB 77 

FM AMEMBASSY SANTO DOMINGO 

TO SECSTATE WASHDC IMMEDIATE 9658 

INFO SECDEF WASHDC 

JCS WASHDC 

CINCLANT 

USCINCSO 

DOD/ISA WASHDC 

UNCLAS SANTO DOMINGO 658 

ISA FOR ASST SEC MC AULIFFE 

ALSO PASS TO MAJOR ED THOMAS, US ARMY, FESA, FT BELVOIR 
E.O. 11652: N/A 

TAGS: ENRG, EAID, MASS, DR 
SUBJECT: POWER BARGE WEBER 

REF: SANTO DOMINGO 597 

1 . DOMINICAN ELECTRIC COMPANY (CDE) IS PRESENTLY THINKING IN TERMS 
OF HAVING THE DOMINICAN NAVY TOW THE WEBER RATHER THAN HAVING IT 
DONE BY COMMERCIAL TOW THROUGH MILITARY SEALIFT COMMAND . CDE IS 
LOOKING INTO INSURANCE COSTS. 

2. EMBASSY WILL ADVISE WHEN CDE REACHES FINAL DECISION REGARDING 
TOWING. WILL ALSO ADVISE WHEN CDE HAS OPENED DOLLAR ACCOUNT WITH 
AID CONTROLLER TO COVER VARIOUS COSTS INCLUDING THOSE ASSOCIATED 
WITH TOWING. 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: SHIPS, ELECTRIC POWER PLANTS 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 10-Feb-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977SANTO00658 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770048-0718 
Format: TEL 

From: SANTO DOMINGO 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770254/aaaabvnd.tel 

Line Count: 55 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 734c74c8-c288-dd1 1-92da-001cc4696bcc 

Office: ACTION ARA 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 77 SANTO DOMINGO 597 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 03-Nov-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3353426 
Secure: OPEN 
Status: NATIVE 

Subject: POWER BARGE WEBER 
TAGS: ENRG, EAID, MASS, DR, CDE 
To: STATE 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/734c74c8-c288-dd1 1-92da-001cc4696bcc 
Review Markings: 
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